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Announcement 


To Our Customers and Friends 


— We have sold our Urug otore to ivir. joim lxj i ^ a y 


and Mr. John Oates. Mr. Oates has been with us for the 


past three years and will continue as manager of the new 


firm, “CITY DRUG STORE.” 


—W e want to thank each and everyone of you for 
your past patronage and hope you will c o n t in u e to show 
our successors the same loyalty as you have shown us in 
the past. 
—Our business transactions with you have always 
been a pleasure, and we appreciate your help in making 
possible the Store s success. We have learned to love the 
town and people here and will continue to make oui 
home in Hamlin. 


Sincerely yours, 


T h e H a m l in H e r a l d 


IN 40th YEAR 
- EVERY W EEK SINCE 1905. 
HAM U N . JONES COUNTY. TEXAS, 
FRIDAY 
MAY 25, 194! 


Appropriate Programs In 
Closing 1945 Schools 


B-17 Gunner Awarded 
Oak Leaf Cluster To 
Air Medal In LTO 


The Hamlin Public Schools close 
officially on 
Monday evening:, May 
28, with the commencement exercise 
in the high school auditorium. The 
senior class, as usual, will present 
the commencement program, consist­ 
ing this year of a series of discus­ 
sions on “ Immediate and Post-W ar 
Civic Needs in Hamlin.” It will be 
of interest and importance to hear 
these young persons’ analysis of the 
needs of the community. 


Sunday evening, May 27, the bac­ 
calaureate service will be held in the 
high school auditorium with the Rev. 
H. I. Robinson, of Lubbock, bringing 
tho message. The Schubert Club will 
furnish the music on this occasion. 
On Friday evening, May 25, the 
Elem entary promotion exercises will 
be held im the high school 
audi­ 
torium. 


S ixty-O ne Senior* To G raduate 


Sixty-one seniors will receive di­ 
plomas from the high school, pre­ 
sented by L. H. McBride, on Mon­ 
day evening. On the graduate roster 
are twenty-five boys and thirty-six 
girls. Those to receive diplomas are: 
Bill Ashburn, Bobby Atkinson, Ray 
Bailey, 
Bob F ran k Bledsoe, 
Elton 
Brigham, Duane Brown, Ira Butler, 
Jr., 
Donald 
C. 
Choate, 
Thedford 
Copeland, Corky C r i s w e l l , Jack 
Dean, M art Farrow , Bob Harden. 
L. V. Hill, Charlie Johnson, For­ 
rest Johnson, Solomon Johnson, John 
W. 
Jones, 
Parker Kelley, 
Monroe 
Kennedy, 
Don 
Petty, 
Willie 
Dee 
R a n k i n , 
Glynn 
Sanford, 
Aaron 
Wells, Bobby W estmoreland. 


Inez Baggett, Bonnie LaRhe Black, 
Nora 
Fae 
Bond, 
Ora 
Mae 
Bond, 
Elouise Bin nicker, Loveta Bran cum, 
Thelma Carlton, Joan Carr, Verna 
Mae Colwell, R ita Jo Dean, OI la 
Fannin, G ertrude Eckler, Lola Faye 
Ford, Bettye George, Gamile Has­ 
ten, Hilda Hubbard, Ernestine Jen­ 
kins, Merle Jenkins. 
Earlene Johnson, Jeannine John­ 
ston, Jo Anne McCrary, Ola Jean 
Mclnroe, Lydia O’Neal, Jo Ella Ple­ 
nums, 
Ruby 
Joyce 
Redus, 
Delma 
Rhoton, 
Louise 
Riddle, 
Beryle Jo 
Travis, 
Annie 
Lee 
Turner, 
Grace 
Turner, Mamie Ruth Turner, Mary 
Ellen W ainscott, Iva Mae Wallace* 
Marian Wells, Corene Wilcox, and 
Alta 0. Willis. 


0 
- 
0 
-------------------------------- 
Mr. and Mrs. 
Garland Coltharp 
and daughter, Miss LaNell, and son, 
Billy, w ent to B urnett, Sunday, to 
join in a happy reunion 
with Lt. 
W ayne Cure, a brother o f Mrs. Col­ 
tharp, who had just come back from 
a German prison camp. He was look­ 
ing good and in fine shape. 


Katy Railroad Was 
75 Years Old May 23 


On May 23rd, the M.K.&T. Rail­ 
way was 75 years old. Its Diamond 
A nniversary is an outstanding point 
in its long and useful life. It all 
started back in May 1870, when a 
group 
of 
railroad 
pioneers got a 
great vision of railroad building. The 
first was 182 miles of road between 
Junction City and Chetopa, Kan. It 
^tarted out as “The Union Pacific" 
— Southern Branch, and was later 
changed to 
M.K.&T. Railway. The 
H erald has been favored with a his­ 
tory of these 75 years of “ Katy 
life. It makes one see the unfolding 
of 
the 
g re a t 
West 
Central-South 
lands. 
This year 1045 is memorable for 
many reasons. The Katy system is 
fortunately being continued by its 
directors, under the Chairm an of the 
Board and President, M. S. Sloan, 
one of the most outstanding railway 
officials in the United States today. 
The Herald this week is carrying 
a 
forceful 
advertisement 
for 
the 
Katy, showing the spirit of progress 
still making headway. If you don t 
read 
anything else 
in 
this paper, 
stop and read “ The Katy Builds For 
a 
G reater 
Southwest.” 
Remember, 
railroads are still America’s biggest 
factor in the development of our in­ 
dustries. Read about the K aty’s plans 
and progress under the present m an­ 
agem ent of Matthew S. Sloan. 


0 
- 0 
— 
------------------------ 
Warehouse Burned 
At Compress, Friday 


Last week Hamlin had so many 
g r a s s Or dry weeds fire alarms that 
by Friday afternoon, when there was 
a real fire, many folks thought, “ Oh, 
well, just trash.” But it was the real 
thing that time. 
One of the big warehouses at the 
Hamlin Compress was seen to be on 
fire all over. Engineer Katy P rater 
was out that way on his Santa Fe 
engine, and he whistled, whooped, 
and squealed, and kept it up until 
finally somebody thought he was in 
trouble. His wife heard him raising 
a heck of a racket o u t that way and 
thought he had had a wreck. Katy 
later said, “ Heck, if I had been in a 
wreck, I couldn’t have whistled.” 
Well, 500 bales of stored cotton 
were soon off the m arket, but with 
tho help of the V o lu n te e r Fire De­ 
partm ent and the Compress equip­ 
m ent for dragging hot bales, about 
IOO bales were pulled away but they 
were damaged. 
Ju st how the fire got started, no 
one knows. 


S SGT. GARLAND PRESTON 


An Oak Leaf Cluster to the Air 
Medal 
has been awarded to Staff 
Sergeant Garland R. Preston, ball- 
tu rre t gunner and radioman on a 
B-17, “ for meritorious achievement 
while 
participating in heavy bom­ 
bardment missions in the air off ens- ) 
ive against the enemy over Conti­ 
nental Europe.” 
Sergeant Preston is a member of 
the 493rd Bomb. Group, commanded 
by Col. Robert B. Landry of New 
Orleans, La. The group is a unit of 
the Third Air Division, the division 
cited by the President for its Eng­ 
land to Africa shuttle bombing of 
Messerschmitt aircraft plants a t Re­ 
gensburg, Germany. 
ALso an announcem ent from head­ 
quarters of an 
Eighth 
Air Force 
Bomber Station, England, released 
through the Public Relations office, 
states that the 23-year-old gunner 
has been 
promoted 
recently 
from 
sergeant to staff sergeant. 
A 1940 graduate of Hamlin High 
School. Preston was employed as a 
sheet metal worker for N orth Am er­ 
ican 
Aviation 
Company 
at Dallas 
prior 1° entering the AAF, Feb. I. 
1944. He trained at Sheppard Field, 
Texas- Kingman, Ariz.; and Tampa, 
F la .; and received bis gunner’s wings 
in June 1944. He left for overseas 
assignment 
w i t h 
the 
Eighth 
Air 
Force in January of this year and 
is stationed in England. 
Sgt. Preston is the son of Mr. and 
Mrs. E. A. Preston, Rt. 2, Hamlin. 
His wife, the form er Mignon W ag­ 
goner, is making her home with her 
mother, Mrs. Kenneth Scott, during 
her husband’s absence. 


0 
- 
0 
-------------------------------- 


Mrs. 
Anna 
Hyer and 
daughter, 
Mrs. Leland Partain and little daugh 
ter, Ronama Ann, of Elk City, Okla., 
are here to visit their son and broth­ 
er, C. J. Hyer, and wife. 


Inzer Pharmacy Sold; 
Becomes City Drug 


It seems as if everything in H am ­ 
lin can sell, and a t that, mighty 
quickly. Last, week, Starr Inzer had 
an out-of-town prospective buyer for 
hi' Pharmacy and things began to 
shape up fo r a deal (according to 
rumors). Then all of a sudden John 
Ed Day got busy and quick enough 
to make your head swill, he and John 
Oates had Starr skidded right out 
on the streets. 
The first thing the new owners did 
was to pick a new name and so it 
is “CITY 
DRUG STORE.” It has 
be- n a long time silica Hamlin folks 
fir- 1 began t<* see “ When You Think 
of Drugs, Think of Inzer.” Starr 
“ histed” that slogan high up and all 
around, soon a fte r coming to Ham­ 
lin in August 1925. 
Mr. Oates has been with Inzer for 
about three years and it is he who 
will have charge. John Ed will stay 
with his hardware store and farms, 
except on hot days when he will go 
ovi r arni take cold drinks on the 
“house.” 
Good luck to you fellows. You 
“ chose” a good town. Now let’s make 
it still better. 


Released From Prison 


Wear A Poppy 
Saturday, May 26 


Poppies to honor America’s dead 
warriors of two World W ars will be 
sold and worn in Hamlin on S atu r­ 
day, May 26th. Mrs. Fred Carpenter, 
president of the Hamlin unit of the 
A ii erie an 
Legion 
Auxiliary, 
is di­ 
recting the sales. 
The little red flowers will pay 
tribute both to those men who have 
died for their country in the present 
war and to those who fell 27 years 
ago in France and Belgium among 
th* swaying poppies. The money that 
is received for the flowers will be 
used to aid the afflicted veterans of 
beth wars and their families. 
Everyone iii Hamlin will be able 
to buy the flowers of remembrance 
from the volunteer workers from tho 
Auxiliary, who will be on the streets 
all through Saturday. 
The flowers are made of crepe pa­ 
per on the pattern of the wild poppy 
of Flanders. They have been ordered 
from Legions where dibbled veter­ 
ans made them under the direction 
of the State D epartm ent of the Aux­ 
iliary. Making the poppies has helped 
these veterans keep their minds and 
fingers occupied, causing the other­ 
wise tedious months to pass quickly 
and at the same time furnishing the 
men with a means of livelihood. 
This year it is expected that more 
Americans than ever before will wish 
to w ear the poppies as a s a l u t e to 
the dead soldiers and their bereaved 
families, and as a financial aid to 
the living but disabled soldiers and 
their needy families 


LT. ROBERT L. FOWLER 


Lieutenant Robert L. Fowler, who 
was rt ported missing in action over 
Germany on Dec. 20, 1943, has been 
liberated 
from 
the 
Germans, 
the 
American Red Cross notified his par- 
i lits, Dr. and Mrs. Paul Fowler, on 
, Tuesday, May 22nd. He was with the 
Eighth Air Force in England. 
Lieutenant 
Fowler 
Was 
held 
at 
Stalag L oft I at Barth, on the Bal­ 
tic, which was overrun by the Rus­ 
sians on May 3rd. 
A brother, Paul A. Fowler, Jr., 
Seaman First Class, is on duty in the 
South Pacific in the Solomon Islands. 
Friends of the Powder family have 
been increasingly anxious about Ro­ 
bert as the days had passed and no 
word 
was received. 
However, 
the 
mother has displayed a most unusu­ 
al confident faith that her son would 
be saved and get back home, even 
from the time he was first reported 
missing. All share the family’s joy 
ovej* the good news about this young 
man. Robert Powder will have an in­ 
teresting story to tell when he a r­ 
rives in Hamlin. 


0 
- 
0 
-------------------------------- 


f r e e p i c t u r e s h o w 


b y SANTA FE RAILWAY AT 
GRAMMAR SCHOOL BUILDING 


NUMBER 30 


Ex-Prisoner of War 
Card Received Tuesday 


Mrs. Earl 8milk r coived a card 
Tuesday from to r husband, S /S g t. 
Earl Smith, who was reported miss­ 
ing in action afte r a bombing raid 
over Germany June 29, 1944, and 
later was reported a prisoner of war. 
The card was a new printed form 
designed for ex-prisoners of war. 
The addr 
- side of the card says 
that it is an ex-prLooner of w ar field 
post card and that only the- address 
m ay be put on that side. On the re ­ 
verse side are several short m essa g ­ 
es which may be checked as desired 
by the sender. On this side date and 
signature only may be written, or 
the card will be destroyed. 


Sergeant Smith did not check any 
of the statements, but just signed 
his name and dated the card May 3, 
1945. It was post marked May 6* 
Sergeant and Mrs, Smith have a 
little daughter, Mary Louise, 
thir­ 
teen months old, whom he has never 
seen. 


0 
- 0 
-------------------------------- 


Drug Store Cowboy 


Tonight, Friday, May 25, at the 
Elem entary 
School 
Auditorium, 
a 
F R E E picture show will be given by 
the Santa Fe Railway Company. It 
Starts at 8:30 o’clock, and the pub­ 
lic is invited to attend. The subject 
is “ The Time Is Now.” Bring your 
neighbors and friends and see this 
film. 
0 
- 
0 
-------------------------------- 
Attorney and Mrs. Roy Hartwell, 
of D alla s , visited with their parents, 
Mr. and Mrs. R. IL Hartwell and 
Mr. and Mrs. J. W. Fomby, this week 
while in this part of the state on 
business. Roy is a special agent for 
a casualty insurance company and 
was on a tour of several towns. Roy 
was in the Army for about three 
years and was discharged i'n Octo­ 
ber, 1943. 


with a lot of sweat (?) and pronto 
out c o m e s something new on the 
farm. Why not? Chemistry is just 
.starting in agriculture. 
Take 
it 
easy, 
Starr. 
Ride 
’em 
carefully. 


Lt. Griffin Wounded 


First Lt. 
Loren 
Griffin, 
USMO, 
was wounded May 3, in the fighting 
on Okinawa, according to a letter re­ 
ceived by his wife, the form er Con­ 
stance Teague. Lt. Griffin said that 
a shell bursted near him and shrap­ 
nel hit him on the right sid* of his 
forehead. He was hospitalized for a 
short time on Okinawa but has now 
returned to combat. 
Griffin is a member of the 1st Ma­ 
rine Division and has been on Oki­ 
nawa since the invasion landing. He 
has been overseas since June 1944. 
Mrs. Griffin and 
IO 
months old 
son, Philip Allen, are making their 
home here during Lt. Griffin’s ab­ 
sence. 
, 
0 
- 
0 
-------------------------------- 


First Car Load Wheat 
Shipped Out Wednesday 


It looks as if Hamlin territory will 
ship a lot of wheat this season. The 
first car was shipped by the Jack A. 
Harden 
Grain 
Co. 
Wednesday. 
It 
tested 62 pounds per bushel and sold 
on an average of $1.40. (Right here 
let us say the Herald had an erro r 
in oats last week— we had it testing 
361, when it should have been 36, 
etc. Just a case where a “ I ” fell in­ 
stead of a comma.) So we w ant to 
say again about the wheat, “ 62.” 
The first car came from the farm s 
of Fred Young, W. L. Boyd, W. B. 
Boyd, Henry Plemons, and 
R. 
M. 
Young. 
W heat will be coming in fast from 
here on till the harvest it over. Some 
of it is fine, and some not so good. 
We note that Another £r a in dealer 
is opening a new office, scales and 
elevator s y s t e m — L. H. McBride. 
More grain buyers and better facil­ 
ities for handling it. 


SE 5E2 
u rn 
W or hers 
NEEDED 


No Experience Necessary. 


STARR INZER 


“ Takes to the Range** 


The Herald cannot resist the op­ 
portunity of putting S tarr Inzer’s 
picture b-fore his many friends this 
week. About six years ago it began 
to look as if a good druggist were 
heading for the “ dirt” because he 
preferred to be 
shown 
riding his 
bronce, playing a real cowboy away 
from the drug store. So time moves 
on, and this week he makes an an­ 
nouncement that he has sold out. 


S ta rr says he will roam around a 
bit, and then try to make it by on 
two or three pieces of land he owns 
near Hamlin. Maybe he will mix his 
pharmaceutical concoctions a l o n g 


PERMANENT WORK 
GOOD BASIC W AGES 
48 HOUR WEEK 


Now Is The 'l ime To Place Yourself 
In Essential W ork I hat Will Last 
Loner After i he W ar Is Over. 


IF YOU ARE INTERESTED IN FURTHER 
ING THE WAR EFFORT BY WORKING 
IN AN ESSENTIAL INDUSTRY 


Contact 
National Gypsum Co. 


Box 638 — Rotan, Texas 
All WMC Regulations Strictly Followed 
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Annapolis is the capitol of M ary­ 
land. 


abend- 
. 
. 


r n - 


V," • 


When a fellow is far- fa r away 
from home like Pfc. Henry De Lind­ 
ley and wants to use his home bank 
and has no blank checks, it stands 
Lim well to be an artist. So Henry 
just drew up a very cashable check 
in his letter and told us to go down 
end see if they wouldn’t cash it 
Lindsey 
says, 
“ I 
don’t 
know any 


t cws that has not air ady reached 
there. I’ll Le triad when it is over, 
( vee here, for it is hottern hell here. 
(Philippines.) . . . Am sure glad Mrs. 
has heard dh - rtly I co Roy- We 
joiner everything we can to re­ 
cur buddies who are i 
;\wery one is a buddy to s 
civilian life, a.ad a 
Idlers.” 
(Well, 
<>! 
ings are truing to 
cl we hope it will 
S&S 


I im 


a re 
leas 


0 , 1 , 


ii prison 
curie one 
to all us 
Hamlin 
kid. 
po)) fast now, 
ot take long.) 


B A W *! 


"Here Ive been going around 


dreaming about getting a 


new car as soon as the war s 


won. 


"But I know better. It may be 


2 or 3 years after victory 


before I can make that dream 


come true." 
* 


"In the meantime, the Gulf 


man is helping me to keep my 


old car from being a night­ 


mare. He says with Guifpride* 


and G ulflex** it can be kept 


going until I get a new one.” 


"So now, I’m not worrying. By 


giving it the best lubrication 


I can buy, I expect to keep 


on the road.” 
i 


GULFPRIDE 


FOR YOUR MOTOR 


An oil that’s TOUGH in 


capital letters . . . protects 


against carbon and sludge! 
GULFLEX 


FOR YOUR CHASSIS 


ital r 
its! 
Pre 
on pius! 


fo rties 
; ofyour 


Pvr. Charles Alexander, of Camp 
Wolfers, enjoyed a .short three day 
visit last week end with his parents. 
Mr. and Mrs. C. Alexander. 
S&S 
Sgt. Newell 
I). 
Johnson arrived 
this week from Fairbanks, Alaska, 
to spend a furlough with his parents 
and other relatives. 
S&S 
Cpl. Milton Pitcock arrived Mon­ 
day 
from 
Iwo 
Jima to 
spend a 30- 
day 
furlough with his parents, 
Mr. 
and 
Mrs. Joe Pitcock. Cpl. Pitcock 
was 
with the 3rd Marines and had 
spent many months in the Pacific. 


H am lin East Cem etery 
Needs W orkers Now 


We are calling your attention to 
the condition of some lots in the 
East Cemetery 
that need 
working 
out badly. Some are being worked 
regularly, and all could be if more 
interested persons would be willing 
to pay a small fee per month for 
this purpose. If it is not convenient 
for you to do this work, if you will 
please drop a card to Box 83 or tel­ 
ephone 299-J, we will have it done 
fo r you. We would like very much 
to have as much work done as pos­ 
sible for ‘‘Decoration Day.” 
Won’t you please help? 
— Hamlin Cemetery Association. 


Veteran of Five Years 
In N avy H om e O n Leave 


Max Carlton, AMM 1/c, arrived 
home last Saturday from the Pacific 
where he had .spent the past twenty 
months on his famous big cruiser. 
th e .............. WL ll, you know it any 
way, but th t y don’t like for papers 
to give ship names without author­ 
ization from Navy censors. He land­ 
ed in Seattle on May 8. 
Max now lacks but l l months of 
serving his first six 
years in the 
Navy. Six months of this will likely 
be in the Stat', s, and maybe by then 
he will not have to add more stars 
to his service ribbon. He volunteer­ 
ed on April 12, 1940, and it would 
take a book to relate all the activi­ 
ties Max Carlton has seen since la 
played football in Hamlin as a star 
Pied Piper. 
He has kicked around over many 
thousands of miles of the Pacific 
since then. While at home he shuns 
alking 
about 
his long, 
decorated 
ervice ribbon, hut if \4>u press him 
lard enough, he will finally let you 
nov. he ha> plenty of bars and a j 
! »t of battle stars. IL has two silver 
tars which add up to ten bronzej 
tars, and two bronze stars extra and 
may get another, anyway 12 b a ttle s 1 
to his credit. 
Max had a spat with the Japs on ; 
April 12. His ship was due to leave. 
Okinawa on the lith but for some 
reason was delayed. The Japs cam" 
over on the 12th with about IOO 
planes. 
The 
advanced 
combat 
sea 
planes got all but about 25 that got 


planes. 
The toughest spot he has ever ex­ 
perienced was in the battle of Suri- 
gao Straits. It was the time the Japs 
Lad it all figured out to sink our 
whole Navy in Leyte Gulf. Max said 
it was pitch dark that flight and all 
one could see was the flashes of the 
guns and hear the scream of shells 
p.id feel the splashes of sea w ater as 
they hit near the ship. Any way the 
next morning, something 
had hap­ 
pened to the Jap ships. Only one was 
ti) the water and it was like a duck 
ti at could not swim. S trrender? Nm 
sir, not ‘hat Jap ship, -o there was 
nothing left to do but sink her. She 
was crippled but still used her small 
gars, so down that Jap ship w rn. 
Max said they tried to rescue some 
of the men but they seemed to want 
to die instead. 
Max will have a good time at 
home, will fatten up a lot, and then 
will report back and be sent to a 
“ lest cam p.” His ship needs clean­ 
ing and 
reconditioning, too. 
Some 
ct ■ y all the story will be told about 
“ Ouj- West Texas Boys On Board.” 
S&S 
Hamlin Man Officer 
At Marine Air Station 


About Soldiers—Sailors 


Marine W arrant Officer E rnest O. 
Mc Wright, Hamlin, recently assum­ 
ed duties at the Marine Corps Air 
Station, Mojave, (’alif., as assistant 
officer in charge of the guard detach­ 
ment. 
W arrant 
Officer 
Mc W right 
h a > 
served overseas in Guam, China, the 
Philippines and aboard the USS Ne- 
through to the ships. Max said the vada and the USS Mississippi. He 
anti-aircraft soon got all of them but 
two or three and they hiked away. 
His 
cruiser 
got 
credit 
for 
three 
planes that day. In the five years he 
has been on th a t cruiser, she has 
credit for sinking four ships and five 


wears the 
Yangtze, 
Expeditionary, 
American 
Defense, 
Asiatic-Pacific, 
and Good Conduct ribbons. 
Mc W right a t t e n d e d school in 
Stonewall County, Texas, and prior 
to enlisting 
was employed by the 


w 
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FERGUSON I 


I 4 
T H E A T R E 
I 
H am lin, Texas, 


Friday Night 


R O N A L D C O L E M A N 


M A R L E N E D I E T H I C H 


• * 
i N 
M 


“K ISM ET” 
(Technicolored) 


Travel on Memory’s Highway; 
Through L aughter and Tears 
With 
a Family 
Who Fought 
Their Way Up. 
with JAM ES CRAIG 
EDWARD ARNOLD 


A L S O S E L E C T E D S H O R T S 
| 


Sat. matinee & Night 


T w o Big Feature* 


“ Lumber Jack” 
WILLIAM BOYD 


“T he Big Show O ff 
ARTHUR LAKE 
and DALE EVANS 


A L S O C A R T O O N C O M E D Y 


I 


>» 


JI: 


Sunday Matinee 


(O ne Show ) 


S U N . N ig h t B e g i n n i n g 8 : 4 3 


M O N D A Y N IG H T 


“W inged Victory” 


U n ite d in a B o n d o f One C h e r ­ 
is hed D r e a m ! 
T h e u n d a u n t e d 


Amrit a n s 
s u r m o u n t e d 
all o b ­ 


sta cle s 
to 
b e c o m e 
" W a r r io r s 


of Sky." 


wi h SG r . M A R K DA N I E L S 
PYT. ! 1 v; M M I I STER 
( PL. I*' N 
I AYI ‘ MC 
JO i A RUO LL DENNISON 


A L S O S E L E C T E D S H O R T S 


G O O D Y E A R 


B O N U S MILEAGE TIRES 


These Drivers, And Millions More, Know 
Goodyear Is the Best Tire Built! 


• “24.000 miles . . . only three-fourths worn.” 
-—California Business Man 


• “23,000 miles without a tire failure.” 
—New York Motorist 
• "37.511 saute* . . . estimate 18,880 miles el 
original tread left.” 
— Louisiana Farmer 


Testimonials of essential drivers every­ 
where, report amazingly long, satis­ 
factory service . . . prove this superior 
new Goodyear is delivering mileage 
comparable to the average pre-war 
tire. So, when you get a certificate go 
for the bonus mileage . . . tho extra 
safety and service of a Goodyear. 


New Tubes 
S ave Tires 


plus tax 
6.00 x 16 


Dallas Railway Company, Dallas. 
His wife, the former Esther Cra­ 
vin of Hamlin, and two children, E r ­ 
nestine, 7, and Lawrence, 18 months. 
liVv in Hamlin. His father, Harry A. 
McWright, also lives in Hamlin. (Re­ 
lease, Public Relations Section.) 
S&S 
SAILOR BROTHERS AT HOME 


Wednesday, 
the 
H< raid 
greeted 
two (if the “ trimmest looking” sailor 
oys one could wish to lay eyes up­ 
on. They were the C egory Brothers. 
Raymond whose rating is Aviation 
Machinist 
Mate 
Third 
Class, 
and 
Earl, Seaman Firs* Class. They are 
sons of Mr. and Mrs. T. C. Gregory 
of the Nebula community. Raymond 
has be n at home about two weeks 
from Pearl Harbor, where he spent 
12 months as a Hydraulic Engineer. 
He has been in service lo months 
and flow 
is headed for Baltimore, 
Md., 
to 
attend 
an 
advanced 
Hy­ 
draulic School. 
Earl Gregory arrived 
home last 
Saturday on a 20-day leave from his 
ship, an oil tanker, where he had 
been for 9 months. It was a strange 
welcome Earl got. He found a sev­ 
en months old son smiling up at him. 
We asked Earl where he was when 
he received the letter telling him he 
was a 
Dad. 
He 
said. 
"Away out 
there.” 
Earl has four battle stars, 
showing that his ship participated >n 
that many engagements. Two of the 
stars were gained around Iwo Jima. 
E arl’s wife is the former Loyce 
C arter, daughter of Mr. and Mrs. 
G. C. Carter. 
One thing about these West Texas 
"up-ground lads” . . .they bake to the 
waves like 
w ater dogs and hardly 
ever get sick. One of the Gregory 
boys said the first time he went to 
sea, there was a big bunch of Negro 
Seabees on the ship and it seemed 
th at everyone of them got sick at the 
same time— and, oh boy, how sick 
they did get! 
Well, from what we can glean, it 
would seem that Raymond will go 
down to Dallas to live a fte r the war. 
S&S 
Cpl. Gilbert Freedman writes the 
H erald from Germany that while he 
was in England, the Herald reached 
pretty regularly and has been fol­ 
lowing him since 193(5. T hat is pret­ 
ty good for an old Hamlin boy. Ham­ 
lin will always be home to Gilbert. 
His parents were In business in Ham­ 
lin a 
long time. His m other died 
a fte r 
they 
moved 
to 
Washington, 
I). C. His father was a Polish Jew, 
and slipped o u t of that country when 
he was a young fellow. So now time 
goes forw ard and a son is fighting 
to carry on freedom for his blood. 
S&S 
Home folks are getting acquainted 
with 
Japanese 
money 
these 
days. 
Ju st last week the Herald received 
a handful of bills from First Lt. Belt 
D. Locke over in the Philippines. He 
sent all denominations of "Invasion” 


Japanese money from on, centavo 
up to IOO pesos. They did a good 
job imitating oui- good old A m eri­ 
can fancy m o n y . . .th*- kind that the 
poor Filipinos love so much. Guess 
by now every country in the world 
is represented by their "m oney" that 
ha-; 
sent back to home folks in 
America. Lt. Locke says he has seen 
but one Hamlin boy, Norman Lasse- 
ter, and 
got only about a 
dozen 
words before they had to pull away. 
Locke was in the parachute invasion 
of Leyte. 
S&S 


f AMP FANNIN, Texas.—G eorge 


( . Hagger, Hamlin, has been aw ard­ 
ed an Expert Rifleman 
badge fo r 
marksmanship at the Infantry Re­ 
placement Training C enter here. 
He is the son of Mrs. W. T. H en­ 
derson of Hamlin. He is taking his 
infantry basic training in Company 
I), 
54th 
Training- 
Battalion, 
l i t h 
Training 
Regiment. 
(Public 
Rela­ 
tions Release.) 
S&S 
Lofton 
Coy 
Brown, 
20, son of 
G rady J. Brown, Rt. 2, Hamlin, was 
commissioned an Ensign in the Naval 
Reserve and designated a Naval Avi­ 
ator recently at the Naval Air T ra in ­ 
ing Bases, Pensacola, Fla. 
Having completed his intermedi­ 
ate training a t the ‘‘Annapolis Of the 
Air,” he will be ordered to duty 
either a t an instructor’s school for 
fu rth er 
training Or 
a t an 
opera­ 
tional base. (Pub. Relations Release) 
S&S 


The Herald has inform ation th a t 
our big old Hamlin boy, Lt. Ray H. 
Humphreys, has rejoined his Engi­ 
neering unit in Europe, afte r a fine 
stay in the States with his wife in 
Dallas and his m other, Mrs. Viola 
Humphreys, in Lubbock. 
S&S 


Edward Le nard, a soldier from the 
El Paso Army Hospital, came last 
week to visit his uncle, George Len- 
. rd. Edward had been through the 
Italian and French battle zones. 
S&S 


Sgt. John W. Essary is away down 
in the Atlantic on an island th at 
some 
folks call a “ p a r a d i s e i t s 
name1 
is 
Assencion 
Island. 
Essary 
said a 
woman visitor came down 
there for the New York Times and 
went back and wrote a story about 
its being a Paradise. He added, “ But 
believe you me, it is a long way from 
that." He asked about the old home 
to w n . . . “ Gee, wish I could be there 
now. . .Well, guess thy had a big cel­ 
ebration there when the fall of G er­ 
m any c a m e . . . f o r us, it was ju st a 
happy day, as we didn’t quit w ork.” 
John sent a $1.50 money order for 
the Herald, and said, “I don’t ever 
hear from Hamlin now, since all the 
folks left." 


Am erica’s two g r e a t e s t cotton 
ports are at Galveston and New O r­ 
leans. 
Coltharp’s 
Food Store 


C I O I T P 
Red & ............... 25 Ab $1.35 
I L U U IT 
W hite 
50 lh $2.63 I 


TOM ATOES No. 2 C an .................................................14c I 


_________________________ 
I 
PEA C H E S Sliced No. 2J C a n ................ 28c § 


___________________________ ll 
DRIED PEARS Lh......................................... .....................27c 
| 


FRUIT COCKTAIL REU * WH,TE NO 2i c“" 29c 


H si 
S W HY A s a 
LASYS SO I. 
S l A t A B 


U N G ! 
\ f 
Vi i s 
ii 


TUESDAY - WEDNESDAY 


B a r g a i n N i g h t * ! 2 5 c -1 2 c 


‘The Very Thought 
Of You 


Goodyoar is super.or in tread and in 
body. The exclusive Goodyear tread de­ 
sign compacts when inflated, becomes 
extra resistant to cuts and bruises. And 
hacking up this remarkable tread is a 
Ii.;,., resilient body designed to cushion 
shock and minimize tread wearing tire 
’growth''. 


with DENNIS MORGAN 
FAYE EMERSON 


e l e a n o r p a r k e r 


A L S O S E L E C T E D S H O R T S 


L a te s t N e w s Ree l: W e d . -I h u n . 
ss 
ss 


BUY BONDS At This T heater 
And Speed TOTA L VICTORY 


b 
o 
o 
o 
o 
G 
O 
o 
e 
o 
d 


i t 
ii* 
it 


ii 


'.I 


ii 
I i i 
£‘K 


IDC 


ME ATS 
I! 
VEGETABLES 


I R E S H G R O U N D 
M E A T .......... 


Jj 
I | 
FRESH 
Pound 
lh 26c || PINEAPPLE . . 12c 
I 
CH EESE Spread 19c j 


B L U E B O N N E T T 


G R E E N 
j B E A N S 
lh 15c 


‘ B E PEAS . . lh 15c 
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C A U T IO N 


(Copied from the 
Saturday Evening Post) 
“The public m ust come to 
know that the cost of eye com­ 
fort is not the price of glasses. 
Most of the public think glass­ 
es are a commodity, without 
giving credit to the im portant 
professional factors, that is a 
public welfare service, supplied 
by a specialist that can furnish 
the scientific services.” 


WE SUGGEST 
Dr. Fred R. Baker, 
Optometrist 


Who Has Supplied Local 
Citizens For Several Years. 


See Him at HAMLIN HOTEL, 
WEDNESDAY, MAY 30th 


Class Mothers Honor 
Eighth Grade Students 
With Picnic Supper 


Last Thursday evening, members 
of the eighth grade enjoyed a de­ 
lightful 
entertainm ent, 
which 
had 
been arranged by their room moth­ 
ers, 
Mrs. 
Garland 
Coltharp, 
Mrs. 
E arl Johnson, Mrs. Carl Young, and 
Mrs. Tom Taylor. 
The group assembled at the park, 
-where games were played for two 
hours. A picnic supper, consisting of 
sandwiches, fritos, cookies, and soda 
pop, was served by the room mothers 
and the sponsor, Miss Lulan Vaugh­ 
an. The class then went to the Fer­ 
guson 
Theatre 
a n d 
enjoyed 
the 
showing of the current picture. 
Those present on this happy oc­ 
casion 
were 
Heth 
Adams, 
George 
B arnett, Lester Campbell, J. W. Car­ 
ter, Jimmy Feagan, Thee Hill, Jim ­ 
my 
Lee 
Joiner, 
Bedford Putnam, 
Ray Smith, Raythell Smith, Janet 
Bonner, Frances Branscum, Lou Dan 
Branscum, B o b b i e Faye Bruner, 
Myrtis Clemmer, A nta Mac Everts, 
Joan Green, Margie Hallmark, Mar­ 
tha Jo Helms, Vannie Bea Huling, 
Annie Mae Ludecke, Oletha May­ 
nard, Peggy Joyce Terrell, Ruth El­ 
len W hitley, Patsy Smith. 
Archie Boiles, Dale Brown, Stan­ 
ley Butler, Jack Herd, Lewis La- 
Baume, Keith Miles, Carroll Phipps, 
J. M. Wells, C. L. W hite, Sam Wil­ 
cox, Norman Knight, Elouise Corri­ 
gan, Wanda Sue Beavers, Joye Ad­ 
ams, Ann Agnew, Beckie Bowman, 
Juanez Branscum, Sue Bledsoe, Bob­ 
bie Ruth Brown, Juanell Choate, La 
Nell Coltharp, Jo Ann Fannin, Irma 
Lea Green, Jo Ann Johnson, Jo Nell 
Lail, Frances Martin, 
Wilma 
Lou 
Moore, Betty Joyce Ray, Betty June 
Taylor, Wilma Faye Wood, and Jua- 
nice Young. 


Surretwill 
Suits 


tf-abnic by Pacific, M ill* 


<1aiJxvi&dby Pale S'to*. 


The smooth, suede-like, Venetian texture of the Fabric 
plus the 
handsome woven-in sheen—makes Surretwill suavely smart. So 
s 
definiely right for business and social life, for active sportswear 
and weekends. 


-0 - 0 - 
No-Hostess Supper 


On 
Tuesday 
evening, 
May 
15, 
members of the Ruth Class m et in 
the basement of the F irst Baptist 
Church for a “No-Hostess’’ supper. 
Each 
member brought a covered 
dish. 
Sun suits were brought to send 
to Buckner Orphans’ Home. 
Those attending were Mines. A. 
Spencer, B. J. Martin, Edward Gard­ 
ner, Herman Treadwell, Ben Wilcox, 
Cecil Brown, Jim Howard King, Paul 
B a u c -u rn , LaFoy Patterson, Buck 
Scott, and E. J. Whaley. —Reporter. 
-- — 
■0-0-—....... -.... 


ODA YO TROOP OF CAMP 
FIRE GIRLS WILL SPONSOR 
FORTY-TWO TOURNAMENT 


The Odayo Troop of The Camp 
Fire Girls, under the leadership of 
Mrs. Harvey Burk and Mrs. W ard 
Harris, sponsored by the Women’s 
Auxiliary of the American Legion, 
is having a Forty-Two Tournament, 
June 5th, at 8:30 P. M., a t the High 
•School, to help finance the Odayo 
Troop to the Camp Fire Camp at 
Leuders. 
You are invited to attend and help 
the girls in a worthwhile activity. 
Admission 25c. 


0 
- 0 
-------------------------------- 


S la c k * , 
. 


THE 


A L L 


PURPOSE 


S u it 


$3 7 .5® 


Surretwill Slacks can take knocking 
about. The good looks stay in because 
it is woven in the Fabric. Surretwill’s 
unusual qualities hold the crease long­ 
er while the shape stays for keeps. 


$ 1 1 s o 


BRYANT-LINK 
CO. 


I 884— 
6 I Years In Jones County 
— 1945 


r n . 


SCOTCH TA PE in roll* with one 
or three inch core. Also one pre-war 
dispenser. THE HERALD. 


H. O. CASSLE 


Real Estate, Loans and Rentals. 
Office Over Bank 
—HAM IJN, TEXAS 


Chesapeake Bay is the largest in­ 
let in the United States. 


C. G. GREEN 
Representing Companies 
Financially Strong in 
—- LIFE — FIRE — AUTO - 
—- and OTHER INSURANCE 
Office over Waggoner Drug 
HAMLIN, TEXAS 


CLIP ANO SAVI 
WHITE SWAN 


Marriage Reported 


Rev. L. K. Malone is one of our 
old fashioned, blessed m inisters who 
believes in giving publicity to m ar­ 
riages, even though it is a belated 
report. 
,0n May l l , Rev. Malone officiated 
in the m arriage of Miss Imogene 
Massey to Mr. Gilbert Bowman, Jr. 
The bride is a daughter of Mr. and 
Mrs. W. C. Massey of the Dovie com­ 
m unity, and the groom is a son of 
Mr. and Mrs. Gilbert Bowman of 
Hamlin. 


0 
- 0 
-------------------------------- 
The 
latent 
craze 
Isn’t 
always 
found in an asylum. 


White Swan Syrup I* pure ribbon 
syrup , ,, rirh-flovored, deli­ 
cious with pancakes, waffles, or hot 
biscuits! Another White Swan Fine 


Food! 


For the Week Beginning May 27th 


Processed 
Book 4, blue H2 through Z2. A l 
r 
• _ 
through C l good; H2 through M2 ex- 
pires June 2; value ten points each. 


M e a t s 
Book 4, red Y5, Z5, A2 through U2 good; 
and 
Y5, Z5, A2 through 02 expires June 2; 
Fats- 
value ten points each. 


S u q a r — Book 4, No. 35 and No. 36 good; No. 35 
expires June 2. 


S h o e s - 
3. Airplane No. I, No. 2 and No. 3, 
one pair each; good until used. 


Gasoline— A15, value 4 gallons; B6 and B7, C6 
and C7, value 5 gallons each— good 
until expires. 


W H ITE SWAN means FINE FOOD 
More Eatifiq Pleasure FromYour Ration Points 


CLIP ANO S A V I___ 


Schubert Club Observes 
President’s Luncheon 


Mrs. Harold Bonner, president of 
of the Schubert Club, was hostess 
for the closing luncheon, Saturday, 
May 19, at one o’clock. Assisting 
Mrs. Bonner were Mrs. C. F. Butch­ 
er, M is. A. A. Haekley, and Mrs. 
John Walton. 


A lovely variety of cut flowers 
was arranged throughout the recep­ 
tion rooms where members were di­ 
rected 
to 
hand-painted, 
mirrored 
place cards. Mrs. Mary Farrow of­ 
fered thanks, and a delicious cold 
salad plate was served. 
Following the luncheon, Mrs. Bon­ 
ner expressed appreciation to the 
club for cooperation in the year’s 
work and installed the new officers. 
Mrs. John D. Ferguson, incoming 
president, brought a brief message 
and appointed committees. 
The luncheon hour was closed with 
a 
piano 
solo, 
Schubert’s 
“ March 
M ilitary,” played by Janet Bonner. 
Members enjoying this occasion 
were Mines. Harold Bonner, C. F. 
Butcher, Ira Clements, John D. Fer­ 
guson, A. A. Haekley, Dick Maberry, 
Mardell Lynch, L. IL McBride, Brad 
Rowland, Tom Vaughan, John Wal- 
on, J. 
W. McCrary, R. IL Wiar, 
A. D. Barry, A rt Carmichael, Fred 
Carpenter, Mary Farrow, Eddie Jay, 
Fred Smith, and Miss Edwina Gil­ 
bert. — Reporter. 


0 
. 0 
-------------------------------- 


Miss Gilbert To Present 
Pupils In Piano Recitals 


Miss Edwina Gilbert will present 
her piano pupils of th<* Elementary 
Grades at the high school auditori­ 
um on Tuesday evening, May 29th, 
at 8:30 P. M. 
On Thursday evening, May 81st, 
her High School pupils will be pre­ 
sented. Each program will include 
both solo and ensemble numbers. 
The public is cordially invited. 


Methodist Women Meet 


The W oman's Society of Christian 
Service met in the home of Mrs. E. 
L. Yeats on Monday, May 21, at 3:00 
P. M., for a social-business meeting. 
At the conclusion of the business 
meeting 
and 
study, 
refreshment® 
were served to Mmes. D. W. C an ­ 
ton, A. A. Haekley, Ed Gardner, Ed 
Bailey, Harry Gardner, C. F. Butch­ 
er, D. 0. Sauls, V. V. Anderson, W. 
J. Poe, Joe McCrary, D. F. Park, 


Kill Patterson, Nanny Moore, Mar­ 
ten Grover Sip©, and Miss Eleanor 
T in pie. Hostesses for the afternoon 
were Mmes. Ray Jones, H. A. Johns­ 
ton, and E. L. Yeats. 
0 -0 -------------- 


Mrs. Horace Moore and little son, 
David, and Mrs. Charles Jerries, of 
Fort Worth, spent 
from Mother*** 
Day 
until 
Wednesday 
with 
their 
mother, Mrs. L. F. Young, and other 
relatives. Mrs. Young accompanied 
them home for a visit. 


Help brin'' er r xrjs home quicker.. 


<x?e more 


■—V 


I 
DR. JO E W . MCCRARY 


—DENTIST— 


J Res. 361-W 
I Hours: 9 A. M. 


than 
von hefor 


r 
n 
r 
n 


Office 341 
- S P . M. 


J 
Twat 


L o a n 


SANTA FE SYST! VI LINES 


tv 


r*j 


r 
n 


"A to n g th * f-oui* to 


BOWEN POPE 


Where You See The Great 
IN STAMFORD 
A LITTLE BIT ABOUT 


REGULAR ADMISSIONS 
12c & 35c (Tax Inch) 
ANV A LITTLE BIT OF 


Mrs. J. E. Harrell and daughter, 
Miss Pauline Harrell, of I ulia, came 
down Sunday to visit old friends. 
Miss Harrell went on to Sweetwater 
to visit friends with whom $1> 
taught 
before going to Tulia. 
--------------Q.O-------------- 


M-G-M’s Great Heart Drama 
In Technicolor 


AND— 
JACKIE JENKINS 
“M-G-M’s ‘National 
Velvet 
is one of the most heart-warm­ 
ing movies of recent years. 
He Has Done His Share! 
— LIFE Magazine. 
And 
RED BO OK 
Magazine 
picks it as “The Picture of the 
Month.” 


A MUST SEE ON ANY LIST! 


'■* Pi 
'■ : ■ I mm 
V 
l B 
i i 


U. S. S ig n a l Corps Photo 
War Art. Pvt. C. C. Branch paints 
murals on mess hall walls at Camp 
Robinson, Arkansas. Here s real ap­ 
preciation of quarters War Bonds 
helped to provide fo r trainees 
I . S, Treasury Pep • tm. -.i 
Phis tiny gold button, one you’ll 


sec in more 


days, is the returned serviceman’s 


scnted to 


him with his Honorable Discharge 


as a symbol of our nation’s grati 


tilde for flaying served his country 


and well! T h e veteran 


who wears this emblem has earned 


SERVIS THS 
S3ITT H WEST ’.VEU 
the respect, admiration and grati 


tilde of all of us. 
Hiss 
- ffngao 
P P S p W e jM f 


‘ - x 
. v 
■ 
WestTexas Utilities 
Company 


REAL ESTATE — FOR SALE 
Brick house, close in. 5 rooms and 
bath; some terms. Price $4,200. 
Residence, 5 rooms and bath, love­ 
ly corner lots; a dandy for only 
$5,500. 
One 0 room and bath, a real home; 
some terms. Price $3,700. 
Ranch, 8700 Acres, sheep fenced, 
20 miles of running winter. Price 
$13 per acre. 
I have two or three good farms 
left, for sale. See or address 
D. M. WHITE — HAMLIN 
Office in Waggoner Bldg. 


reconditioning. 
Abilene, Texas 
857 Mulberry St. 
(30-4p) 


Original finish; no 
S. O. BROACH, 
Phone 6146 


MEN WANTED to work in quarry 
at Longworth. Call 
THE CELOTEX CORPORATION 
Phone 9026F2. 
(27-4p) 


125 ACRES of Land, All in Cul­ 
tivation, small house, well and wind­ 
mill, on public road, nicely located. 
Good sandy land. Price $45.00 per 
acre. 
H. O. CASSLE 


NEW QUALITY STATIONERY in 
colors and white. A gift you’ll be 
proud to give, and a gift anyone will 
be glad to receive. 
THE HERALD. 


DEW BERRIES— Will 
start 
pick­ 
ing dewberries Monday, May 21st. 
25c gallon you pick them, or 40c 
if we pick them. 
BRISTOW FARM, 2 miles south 
of Boyd Chapel. 
(29-2p) 


STAMP PADS and rubber stamps. 
Also ink to renew your old stamp 
pads. 
THE HAMLIN HERALD. 


FOR SALE— A six foot Cold Spot, 
kerosene burner frigidaire. See 
(p) 
W. H. CRAWFORD, 700 Houston. 
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Prescriptions 
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Promptly and 
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REGISTERED 
PHARMACIST 


WAGGONER DRUG CO. 


CALL 29 
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Our nearest port to the O rient is 
Pattie, Washington. 


Florida extends farther south than 
Texas. 
___ _ 
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‘Think on these things9 


spebssbsst* 


The Christian Home 
THE 
CHRISTIAN 
MOTHER 
it 
ii- 
A fter God create it woman as a companion for man, ,^hc be- Sa 
came the mother of all future generations. “ And Adam called his •./ 
w ife’s name Eve; because she was the m other of all living, 
(Gen. | | 
-1:20) The first woman#was taken from the side of man. T hereafter « 
every man has been born of woman. The Apostle Paul r cognized a 
this power of motherhood in th se words: “ For as the woman is oi 
;; 
the man. even so is the man also by the wom an; but all things of 
God.’’ <1 Cor. 11:12) 
In addition, then, to being the wif 
and com- nj 
panion of man, woman is given the added honor of being mother 
to every human being. 
ll 
n 
M other and motherhood should always be discussed with be- gj 
cornin^ reverence and respect. Literature is replete with beautiful 
passages in appreciation of met her. A few of these passages ar 
given below : 
The sweetest sounds to mortals given 
Are heard in mother, home, and heaven. 
— William Goldsmith Brown. 


Mother is the name for God on the lips and in the hearts of 
little children. — Thackeray. 
Most all of the other beautiful things in life come by twos 
and 
threes, dozens and 
hundreds. 
Plenty of roses, stars, sunsets, 
rainbows, brothers and 
sisters, aunts and cousins, but only 
one 
mother in the whole world. — Hate Douglas Wiggin. 


M 
is fo r the million things she gave me; 
Q 
means that she is growing old; 
T 
is or the tears she shed to save me; 
H 
is for h er heart o f purest gold; 
E 
is fo r her 
with lov*e 
shining; 
R 
means right, and rig h t she will always be. — -Selected. 


T here are m any other sentim ental quotations from the litera­ 
ture of the world which would add to our appreciation of mother 
and motherhood. 


The woman who chooses to become a wife and mother has 
chosen the highest possible calling. She need not look on the work 
of any other human being as superior to her own. The woman who 
brings a child into the world has produced a better product than 
that of any factory, plant, or farm . 
She has rendered a g reater 
service to mankind than any professional man, regardless of how 
great his skill, could ever render. The joy which comes to a woman 
in this w av is suggested in John 16:21: “ A woman when she is in 
travail hath sorrow, because hei hour is come; but as soon as she 
is delivered of the child, she remembered}! no more the anguish, for 
joy that a man is born into tile world. 
I he apostle Paul, in writ­ 
ing to Timothy, has this to say: “ I will therefore, that the younger 
women marry, bear children, guid ■ the house, give none occasion 
to the adversary to spea.k reproachfully,” (I lim. :>:14) 
I he girl 
who makes home her career is following the most thrilling and 
useful career conceivable. 


In Washington, D. (\, there is a giant statue of Abraham 
Lincoln carved out of marble. 
It is the work of a niastei s hand. 
Travelers by the tens of thousands annually admire the skill of 
the man who took a block of marble and wrought upon it until the 
face and form of Lincoln appeared. 
I et can that sculptor who 
chiseled his features o-ut of cold marble compare with that mother 
who made the man that the artist copied? His mother worked with 
human flesh and blood, with mind, soul, and heart; the sculptor, 
only with silent stone. 
Books have been w ritten about the great 
.emancipator. 
The authors of these books have prided themselves 
on the description they have given of this incomparable man. 
But 
would you not rather be the m other who produced him than the 
author of a book written about him? It was Lincoln who said: “ All 
that I am, or can be, I owe to my angel m other.” 
Woman, as a 
mother you can produce what those women who seek careers 
merely study about. 


Every woman who becomes a mother must accept grave obli­ 
gations. 
John A. Shedd said: “ Simply having children does not 
make a m other.” There must be a constant guidance of those chil­ 
dren throughout their form ative years. This includes physical, spir­ 
itual, and mental training. 
Emerson said: “ Men are what their 
mothers made them .” Even the hard hearted Napoleon recognized 
this same principle. He said: “ The future destiny of the child is al­ 
ways the work of the mother. 
The famous minister, Henry Ward 
Beecher, said: “ The m other’s h ea rt is the child’s schoolroom.” Paul, 
speaking of the background of Timothy, gave divine sanction to 
the importance of a m other’s woik. “When I call to remembrance 
the .unfeigned faith that is in thee, which dwelt first in thy grand­ 
m other Lois, and thy m other Eunice; and I am persuaded that in 
thee also.” (IITim. 1 :5) 


This means that any program of social betterment must be. 
gin with the mother at home. Sbmeone has observed. 
If you would 
reform the world from its errors and vices, begin by enlisting its 
m others.” 
A n o t h e r familiar proverb stresses the same point: “The 
hand that rocks the cradle rules the world.” The woman who bears 
a child is bringing into the world one created in tin* likeness of God. 
She becomes responsible, along with her husband of course, for the 
development and guidance of that child. 
This responsibility bn-- 
been taken lightly by too many mothers of our time. 


There cannot be the right kind of m others with the wrong 
kind of girls. Girls who throw themselves away morally in pursuit 
of worldly pleasure cannot later become pure mothers, who are 
essential to happy homes. Young women, keep yourselves pure for 
the supremely important work of being a wife and mother, 


(I have the following information from J. Edgar Hoover of 
the F. B. I. “ Among girls under twenty-one there were in 19 44 
thirty-nine per cent more arrests for drunkenness; gixt\-foui pct 
cent more for prostitution; sixty-nine per cent more for disorderly 
conduct; and one hundred and tw enty-four per cent more for vag­ 


rancy that) in 1®43.” ) 


lf those ii responsible places do not open their eye#, display 
some convictions, may Almighty God have mercy on the innocent 
Children of irresponsible parents! Mothers and Fathers, give your 
children all the spiritual training possible. They are going to need 
it In the world of tomorrow!! 


Attend the Church of Christ. 
Bring the whole family. 


CHURCH OF CHRIST 


HAMLIN, TEXAS 


r 
SYLVESTER 
NEWS ITEMS 


Fly M errena Vaughan 


EXTRA CLASSIFIED 


As far as w 
know, S Sin. Wil­ 
liam 
Griffin 
was 
the 
first 
Fisher 
County boy to be dishcharged under 
the point system. We are glad that 
Bill didn’t havi 
to make the trip 
back to Italy. 
The Lions Club elected Guy Maul­ 
din as president at the last meeting. 
H ubert Deere, of San Diego, ( al- 
ifornia, spent several days visiting 
friends and 
relatives 
here and 
in 
Snyder. He reports that Mrs. Deere, 
girls, and Mrs. Dr. Williams are do­ 
ing fine. 
Marvin 
Milner, 
of 
Long 
Beach, 
Calif., st ap pi d over 
to visit Mrs, 
Cadmus Brown, on his way to vi it 
his daughter, Mis. Kathleen Johnson 
who has been very ill. 
S /S gt. and 
Mrs. Jo 
Spikes, of 
Dodge City, Kan., are visiting a few 
flays ill the H. B. W ard home. 
Miss Jennie Caruthers is sp, nding 
a few works with Mrs. Henry Calm­ 


ness. 
Mrs. J. T. Dyess, of Tuscola, spent 
the week end in 
* abaness home. 
J. P. M aberry is at home for a 
few weeks. He has been working for 
several months in Seminole. 
Mrs. Lillie Barbee and daughter, 
Doris, of 
Los Angeles, Calif., are 
visiting in the home of Mr. and Mrs. 
Hugh Jeffrey. They also plan to visit 
i elatives in Abilene. 
Cpl. Jac k Robinson, son of Mr. 
and Mrs. C. S. Robinson is home on 
furlough, a fte r which he will return 
to California for an operation. Cpl. 
Robinson served several months with 
the ground crews of the air force in 
England 
and 
France, 
later 
being 
transferred to the Infantry. 
S/Sgt. and 
Mrs. Cameron Short 
are the proud parents of a seven and 
a half pound daughter, Karren F u ­ 
ndi, who arrived May 21. Both baby 
and mother *ire doing fine. 
Mrs. J. P. Maberry has received 
word 
from 
Pvt. 
Vernon 
Maberry, 
U CMC, that he has been moved by 
plane from Okinawa to the Mari­ 
anas, where he is in the hospital, but 
he is doing fine and is not too soli­ 
dus 
He had spent :U># days fighting 
on Okinawa. We are proud of“ you, 
Vernon, and hope you will be OK. 
Mr. and Mrs. W. M. Kiser had as 
their guest over the week end Mrs. 
Kiser’s uncle, Rev. Vasser, of San 
Angelo. 
We lack several hundred dollars 
having o u r quota, so le ts not forget 
to buy our Bonds. 
The Bob Beard’s have moved back 
after living the irast year in Artesia, 
New Mexico. 
Miss Cledith Dozier* of Socorra, 
N. M., is spending the sum m er with 
h e r parents, Mr. and Mrs. Faye 1><. 
d e r. 
Cledith 
is 
Home 
Economics 
teacher in Socorro High School. 
Miss Dora Dee Mitchell, teacher 
ip the Ozona school, is spending the 
sum m er with her parents, Mr. and 
Mrs. J. D. Mitchell. 
Mrs. 
Eula 
Hair 
is 
home. 
Her 
school in Roscoe closed last Friday. 
Chillies Ferguson, S 1/c, is in the 
S tates and will be at home in a few 


days. 
Associational Meeting of W.M.U. 
The ladies of Fisher Association 
will convene with the Sylvester Bap­ 
tist Church, at 10:00 A. M., on May 
HI, for a “ School of Instruction.” 
There will be a worker from the 
State office to discuss W.M.U. m eth­ 
ods. 
Mrs. 
Woodrum, 
Abilene, will 
hold conferences on R.A. work. Mrs. 
Abbott, Abilene, will havt charge of 
G.A. conferences. Mrs. B. J. Martin, 
Hamlin, 
will 
direct 
the 
Sunbeam 
work. All ladies are urged to attend 
this 
meeting, 
whether 
a 
W.M.U. 
worker or Sunday School teacher, or 
Training Union leader. These ladies 
arc trained leaders; in fact, they un 
some of the finest workers of th* 
district. You will miss a lot of valu ­ 
able 
inform ation ii 
you miss thi 
meeting. Don’t do it! 
Bring a covered bish and enjoy 
the lunch hour with your friends, 
~ 
( i- O—— 
Mr. and Mrs. J. W. Webb, of Fort 
Worth, spent Saturday and Sunday 
visiting Mr. and Mrs. Homer Boney, 
Mr. and Mrs, J. I). Raney, and Mrs. 
I.. F. Young of Boyd < hapel. 


— 
— 
0 - 0 -------------------------------- 


Prescription FiSlel 
Over 15 Million Times 
Recommended to do just two things: 
relieve constipation and gas on the 
stomach. 
This successful prescription is now put 
up under the name of ADLER I KA. 
Get a bottle of Adlerika next time 
you stop at your druggist’s and see 
ior yourself how' quickly gas is re­ 
lieved and gentle but thorough bowel 
action follow s. Good for old anil young. 
Caution, use only as directed. 


G e t A dlerika tr a m y o u r drug girt today. 


W A G O N E R DRUG CO. 
CITY DRUG STORE 
REYNOLDS DRUG STORE 


WILL SELL ROCK RESIDENCE: 
My rock residence on Second Street 
(North) and Central Ave. is for sale. 
All modern fu tu re s . Can give pos­ 
session at once. Phone 248-J, or see 
MRS. GEORGE BEAVERS. 


“ WONDER-BEKRIES” will be ready 
to pick a: SEW ELL ORCHARD, be­ 
ginning S aturday, May 26th. 25c p r 
bucket. You pick them. 
MRS M. M. SEW ELL. 
(G0-:U ) 


FOR SALE 
Five burner oil c o o k 
stove. Good a> new. Price $30.00. 
•If you want a good stove, see 
P. C. BURNETT, at Compress. (p) 


Last Call For 
BABY CHICKS 
Closing June 


A FEW CHICKS CAN BE BOOKED 
FOR THE LAST HATCHES. 


HAMLIN HATCHERY 


TWO WHEEL TRAILER HOUSE 
— Havt a nice trailer house, every­ 
thing built in. lf you need one, you 
xviii like it. Price, 
$400; cost far 
more. See it in South Hamlin, at 
MORGAN WILLIAMS. 
<p) 


Curtis Martin, Mgr. 
Hamlin, Ie: v a : 


FRYERS! FRYERS! — Have some 
dandy, fat, fine fryers for sale at 
my home in South Hamlin. 
MRS, ( \ M. ARNOLD. 
(p) 


PORTABLE 
WELDING 
EQUIP­ 
MENT. 
Phone 78. 
HARRIS AUTO & ELECTRIC (p) 


Some of these radio announcers 
should change their line and frankly 
say: “Due to conditions beyond our 
control, we present the program or­ 
iginal^ scheduled fo r this time.” 


- 0 - 0- 
Foursquare Church 


Revival has been in progress since 
last Wednesday night. 
Services continue 
each 
night at 
8 SIO o’clock. 
Special singing. 
Old time gospel 
preaching. 
Rev. Oma Jones, Pastor and 
Evangelist. 
0 - 0 -------------- 


Mr. and Mr . Mutt Carnes retu rn ­ 
ed Saturday ta their home in Mc­ 
Camey,.a fte r a two weeks visit hen 
with their parents, Mr. and Mrs. E. 
L. C aries and Mr. and Mrs. VS -It. 
Townsend. Mr. Carnes is expecting 
a call to the army soon. His broth*, r, 
Cpl. IL L. Carnes, has been in the 
European Theater for more than two 
years. 
------------ O-Q.-------------- 


Call 241 and tell us your news. 


Mrs. Mamie Akers and daughter, 
Miss Marie, of Dallas, came .up S at­ 
urday night fo r a visit with their 
mother and grandm a cher, Mrs. J. J. 
W aggoner. They were accompanied 
by their family doctor, Mrs. Buck­ 
ner, and her nurse. Mrs. Akers is 
taking treatm ent for an eye trou­ 
ble. Miss Marie i 
st ill working in 
a defense plant in Dallas. 
0 -0 
$1.50 pays for T H E HERALD 12 Mo 


Card of Thanks 


We wish to express our deepest 
appreciation and sincerest thanks to 
all our friends for the many expres­ 
sions of love and sympathy shown 
us in the illness and death of our 
husband and father. We are deeply 
grateful 
for the 
lovely 
floral 
of­ 
ferings. 
Mrs. J. W. Burgess 
Mr. and Mrs. Dub Burgess 
Mr. and Mrs. Tom Taylor, 
and Betty June 


Buying Crain 


I AM NOW IN TH E MARKET FOR YOUR WHEAT. 


I PROM ISE YOU FA IR AND SPUARE DEALINGS AT ALL 


TIMES AND WILL APPRECIA TE TH E OPPORTUNITY OF 


DOING BUSINESS W ITH YOU AGAIN THIS SEASON. 


L. H. McBride “ grain 


ONE BLOCK EAST OF BANK 


EEI 


Qm , f - i 


O F A " N E W F R E E D O M G A S K I T C H E N ” 


Crlfc*:: san * . 


• • 
A wC i R T i i l E L I P E R F O R M A N C E ” G A S R A N G E 


Those coordinated "N ew Freedom Gas Kitchens 
w hich you are hearing so m uch about are planned 
around a C -P Gas Range. This is the range built 
to the highest standards o f quality and perform ­ 
ance. It is the result of engineers and home econ­ 
omists of gas companies anti equipm ent m anu­ 
facturers pooling th eir know ledge, experience 
and ideas w ith cooking experts and homemakers, 
They will be available when factories are released 
from im portant war work. 


C*P it not a brand. It is a mark 
o f q u a l i t y to be fo und on 
ranges made by 20 leading 
makers. It signifies that the 
range is built to the highest 
standards. 
i i |ETI 
LONE STAR 
GAS COMPANY 
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POT-SHOTS FROM MCCAUILEY 


BY GEO DARDEN 


T urner Beard, of the Scabees, and 
Mrs. Beard are visiting her sister 
and family, .Mr. and Mrs. L. E. Rec­ 
tor, and her mother, Mrs. W. M. Keh 
It r. T urner is home on leave after 
two years overseas. 
R d Gilland, o f the Army, and 
Mrs. Gilland are visiting1 this week 
with her mother, Mrs. P. ( . Barnes. 
Red has been stationed in New York. 
Mr. and Mrs. Ellis Eivens, of Fort 
Worth, and their children are on a 
15-day vacation from Consolidated, 
and are visiting parents and other 
relatives in this community. 
Mr. and Mrs. Pinky Gist from Cal­ 
ifornia arrived Sunday for a visit 
with her parents, Mr. and Mrs. J. T. 
Rhoten. 
Pinky 
tells 
us 
that they 


r e a l l y looked forw ard to the Herald 
and thai he had placed several of 
our O’Grams on the bulletin board 
a t Lockheed Aircraft, where he wa- 
employed. A fter all, our comments 
do get around— even though all the 
folks may not agree. 
The Homo Demonstration Club of 
McCaulley broadcast over radio sta­ 
tion KNOX, Sweetwater, last Mon­ 
day at 1 :30 P. M-, with Mrs. Louis 
Boyd in charge of the program. In­ 
terviewed on the program were two 
charter members of the club, Mrs. 
Della ra n c h e r and Mrs. Ben Kemp. 
Tne program was concluded by a 
■ piano solo by Mrs. Dick Ma berry. 
. This scribe listened to the broadcast 
and we can say with all sincerity that 
the 
program 
was 
educational 
and 
was wTell-presented. 
Jerry Maberry, son of Mr. and 
Mrs. Dave Maberry, is home on leave 
from his training base at San Diego, 
Calif. Je rry says he likes the Navy 
OK, and by the way, he asked Ed 
Mason how’ the Bond Drive was go­ 
ing and said to write him up $2,000 
worth. It ail goes to prove th a t the 
Navy boys believe in bonds to sink 
Japan, and, too, Jerry will have a 
nice nest egg when he gets out of 
service. From his looks, Navy food 
is not so bad. And thanks, Jerry, for 
a Herald subscription. 
J. T. Rhoten, who lives north of 
town, has been quite ill for the past 
several weeks. His son, Marvin, from 
Midland, Calif., is here for a visit 
with his father, and a daughter, Mrs. 
Gist and family, from California, are 
expected 
tills 
week. 
Also 
visiting 
parents 
were 
Mr. 
and 
Mrs. 
Jack 
Johnson and children from Borger. 
Mrs. Johnson is a daughter of Mr. 
and Mrs. Rhoten. 
Albert George underw ent surgery 
a t a Rotan Hospital last week and is 
reported to be doing fine. 
Mrs. J. H. Milsap left this week 
fo r Bridgeport, Ala., where she will 
make her home. Before leaving. Mrs. 
Milsap gave us a year’s subscription 
to the Herald as she wanted to keep 
up with McCaulley people. 
Mrs. Edward J. Herships of Abi­ 
lene and Mrs. W. H. Pickron, Jr., 
spent the week end in the Geo. D ar­ 
den home. 
Rev. Silas Dixon, local Methodist 
pastor, gave the baccalaureate ad­ 
dress 
at 
t h e 
McCaulley 
Baptist 
Church last Sunday night. 
High winds and sand storms in 
this vicinity are drying out the good 


.-v a e t h 
v p t v 
>*..»»• 
A f t # * * n i l 
f l i p 
VB < n . 


it is again beginning to get dry. 
Airs. VV. T. I .awlis and sons. of 
Bremond, Texas, are visiting rela­ 
tives and friends in this community, 
file husband is in Germany. 
Mrs. S. E. Miens is undergoing 
treatm ent in the Rotan hospital this 
week. 
The McCaulley school will close 
this 
Friday. 
A 
program 
and 
the 
awarding of diplomas will be Friday 
night at the school building. 
Mr. and Mrs. J. H. Brawner and 
Mr. and Mrs. E. C. Waldrop left last 
Friday for Three Rivers to attend 
the funeral of Flight Officer Earl 
Randolph, a grandson of Mr. and 
Mrs. Brawner, who was killed in a 
plane crash in Oklahoma. 
Staff Sgt. and Mrs. H. McIIone, of 
Douglas, Ariz., and Miss' Ann Mc- 
Hone, of Fort Worth, are visiting in 
the home of Mr. and Mrs. C. A. Me- 
Hone. They are niece and nephew 
o f Mr. Happy McHone. 


Many times before the war and 
during the war. the w riter of this 
column has been somewhat 
leaiy 
regarding 
big 
Russia. 
Though 
we 
welcomed Russia s aid in the mighty 
conflict, we never have been too s u s e 
is to her aims in a post war world. 
Mr. Stalin is a very foxy leader, yet 
peculiar and difficult to understand. 
We have all had our hopes as to 
a cooperative understanding w i t h 
Russia at the San Francisco confer­ 
ence, but the attitude of 
Russian 
diplomats still leaves the world in a 
doubtful mood. 
Reading between the lines it ap­ 
pears that the leaders of Russia are 
‘hell-bent” on 
ruling 
Poland, 
Ru­ 
mania, and, as a m atter of fact, all 
of th Balkan States, as well as g re at­ 
er E ast Asia. That being the case, 
there can 
never be 
a perm anent 
peace, and the dreams of the west­ 
ern world for a lasting peace will 
end in only a dream. 
Perhaps, the defeat of Japan will 
call for a tem porary peace, maybi 
lasting for twenty-five or fifty7 year:- 
— as it will take that long fo r tin 
world to get ready fo r another fight 
This war will be child’s play com par­ 
ed to the next one. 
Science has t h u s fa r proved t h a 4 
the next war will be a war of flying 
tombs that can be launched fro) 
the fo u r corners of the world, there 
by destroying any city and all citi 
zens from any distance. 
So long as there remains one pow 
erful nation dominated by un-Godl 
leaders, then so long will the worl 
have to depend on mighty armet 
forces to protect what remains of i 
peace loving people. 
The battle of Armageddon has ye 
to be fought. Perhaps the easter! 
and w estern world will engage 
ii 
that final battle. The combined fore 
es of the earth will take p art ther 
by destroying what remains of civi! 
ization, thus provoking the “ Prince 
of Peace” who will then take charge 
— A-DARDEN-O-GRAM. 


0 - 0 --------------- 


S C O T C H 
T A P E 
a nd 
o th e r office 
-upplie- to make your w'ork easier. 
THE HERALD. 


Tho Herald Anywhere, 12 m s. $1.5< 
coion la 


C h i c k s 


U. S 
Approved Chicks from Doubt® Pullorum Tested 
flocks! Healthier, easier to raise, bigger, lay more eggs! 
Generations of 200 to over BOO egg blood In back cf all 
our best grade chicks. All leading breeds at rock bottom 
prices. See us now for a bargain! 


Big Profit in Hatching Eggs 


M a n y flock owners make several hundred dollar* extra profit per year, 
from the prerr* rn 
f l y for hatching eggs. W e can use eggs from 500 
more fto ks, Special chick prices to those who scil us eggs. Come and 
te e us about it. Let s talk it over! 


F E E D - B R O O D E R S 
V 
X T E R E R S - F E E D E R S 
i *■ 
i 
T 
I 
J 
A full hoe of poultry supplies at low prices. Our 
VI,, 
- j 
own line of Colonial remedies for better results. 
Iv; * 
I / 
Ration Ayd fded supplem ent. 
11 


tv 
Colonial Poultry Farms 


“World's Largest Chick Producers*’ 
S W E E T W A T E R , T E X A S 
Local Representative, R. M. Grubb 
Grubb Produce" Hamlin 


Hamlin Students at HSU 
To Receive Degrees 


Mi-- 
Herbie 
Fay 
Johnston 
and 
Mi.-- Dorothy Fern Heath, of Ham­ 
lin, will bo among graduate- who 
will receive degrees of bach lor of 
science, Monday, May 28, at corn­ 
ice. cement exercises of Ha rd in-Sam­ 
mons I Diversity, Abilene. 
Miss Johnston, 
daughter of Mr. 
and Mrs. II. A. Johnston, majored 
in business administration and min­ 
ced in economics. She is one of the 
most popular girls on the campus, 
being elected Campus Queen during 
the year. She is a member of the 
Cowgirl band, the Business Adminis­ 
tration club, and the Players club. 
Miss Routh, daughter of Mr. and 
Mrs. Tom Routh, is a member of the 
Cowgirl band, the University chorus 
and of Beta Mu Kappa, the better 
music fraternity. iShe has majored 


N eed a 
LAXATIVE? x 
B lack -D rau gh t is 
1-U sually prom pt 
2-U sually thorough 
3-AIw ays econom ical 


in public school music and minored 
in English. 
Dr. Edward N. Jones, president of 
the Texas College of Arts and In­ 
dustries, will deliver the commence­ 
ment address and the Rev. A rthur 
A. DuLaney, p a s t o r of the First 
Baptist Church of Roswell, N. M., 
the 
baccalaureate 
a n d 
missionary 
sermons. The Rev. E. T. Miller, pas­ 
tor of the First Baptist Church of 
Wichita Falls, is to deliver the in­ 
vocation. 
Dr. Rupert N. Richardson, presi­ 
dent of Hardin-Simmons, will award 
degrees and Dean W. T. Walton i- 
to award medals to .students with 
high scholarship. 
0 . 0 -------------- 
10,000 POUNDS 
Old Roosters Wanted 
W ILL PAY HIGHEST PRICES. 


G R U B B 
P R O D U C E 


0 - 0 -------------- 


A G R I C U L T U R A L I N F O R M A T I O N 


F O R S E R V I C E M E N A N D V E T S 


In 
order to provide agricultural 
information 
to servicemen and vet­ 
erans of this war who are interested 
in agrirulture, the U. S. Departm ent 
of A griculture will place kits con­ 
taining samples of available inform a­ 
tion in separation centers, hospitals, 
libraries, and vocational guidance and 


NOTICE! 


Dr. B a k e r , E y e s i g h t S p e c ia l is t 


Office V isits 
at 
H a m l i n 
H o t e l 


W il l B e : 
Wed., May JO 
Wed., June 27 
Wed., July 25 
Wed., Aug. 22 
Wed., Sept. 19 


REYNOLDS ELECTRIC MOTOR SERVICE 
Rewinds— Repairs All Size Motors 
V acu u m Cleaners R epaired — M otor Sales 
O P E R A T E D B Y 
W. L„ REYNOLDS 
114 Cedar St. 
Sweetwater 
Phone 721 


i (Training 
centers 
of 
the 
Army, 
N ivy, Air Forces, and the Veterans 
Administration. These kits will be 
available for review in approxim ate­ 
ly 
1,000 places in the Continental 
U. S. and overseas. 
Accompanying 
each kit will be Order Blanks on 
which the vet ran or serviceman can 
order by a simple check m ark any 
item or group of items he may want. 
Among the m aterial offered are sev­ 
eral general publications designed to 


help the agriculturally inclined serv­ 
iceman or veteran decide w hether or 
not he really does want to become a 
farm er. In addition the kit contains 
12 bulletins on subjects such as Poul­ 
try Raising, Dairy Farming, Irriga­ 
tion, Farmhouse Plans, and Conserv­ 
ative Farm ing. 


Roofing 


Let Lyd<ck R o o fing C o m p a n y 


Make Your Estimate to Reroof 
Your Residence or Building. 
ALL WORK GUARANTEED. 


We Use Genuine 


Ruberoid Materials. 
LYDICK 
ROOFING CO. 


PHONE 4088 


ABILEN E, TEX A S 


5HOE 
FIXE RY 


IS DONE 


By Experienced 


Workmen 


It Is Economy to Bring 
Us Your Shoes 
J. B. BOWMAN’S 
Electric Shoe Shop 


END PAIN N ATURE’S 
WAY 


Adult humans often suffer from a 
painful bladder, sore, aching back, 
rheumatic pains from improper kid­ 
ney elimination. Blood chemistry 
has proven pains can be eliminated 
by correcting the ph. of your body 
fluids. Get CIT-ROS $1.00 at your 
druggist. For sale by 


CITY DRUG STORE 


SAFEWAY 
for naturally flesh produce 


Mississippi 


H's is ii I. 


Lb. 


Texos 


WHITE W AX 
O N I O N S 


u . T 


C a lifo r n io 


H 
_ 
C a l i f o r n i a 
A dk \ o x 
d 
e 
m 
o 
n 
s Sunkist 
............ 
Lb. 
J 
I 
Y 


G ra p e fru it Seedless 
Lb. 
P 
M 
Carrots & 
. ........2 »«»■ 174 


P 
o 
t a 
t O 
e 
S T rium ph 
............. 
Lb. 6 \ < 
Celery Well Blanched 
l l 164 


I*.**? It takes delicious fresh fruits and vegetables to put pep 
into Spring meals . . . and Safeway is the place to find 
’em. For Safeway produce is rushed from farm to store 
. . . naturally fresh . . . so good we say: your money back 
in full if you are not pleased! 


Fresh Red-Ripe Slicing 
Tomatoes 


Texas Tender 
Squash 


Lb. 


* S ST 
. 


California 
Lettuces 
Lb. 
1 ^ 4 
«-■ »-4di ti. . - .•’■JI 


M 


X T 'S * " ' 
A 
S '7* 
,,^•^7,:' V.« 


r t f ? 


TiTmlA. 


D 
f C l 
Shore Ribs 
D C 0 5 
u c e w 
<2 Points) 
Lb. 


D 
f I ■ 
Sliced 
D eer L iver u Points) 
Lb. 


Apricots 
Bread 


Petite Halves 
Unpecl (30 Pts 


(JakifiAu 


No. 2Va 
) Cen 


Libby's 
TOMATO 
J U I C E 


18-OZ. 
C A N 


IO Points Per Con 
arti.e .jag, nr arfB i 


Dated Enriched 


Fresh Ground 


HAMBURGER 


Skinless 
FRANKS 


"I* 
m Canterbury 
I %Z€m Orange Pek 


f t . 2 
5 
1 
. . . 3 
2 
‘ 


Lh 
Lb. 


6 Points Per Lh. 


C 
l 
Sliced loaf 
O C x 
hecse (12 Points) 
......... 
Lb. 
J J Y 


Baned Loaves fJVeSt!) i*. 294 
Bologna Vrain;)P,ec* 
Lb. 294 


Cocked Salami 
Lb. 2^4 


Q 
I 
• 
(3 Pts.) 
0 7 > 
b rc u n s c h vetoer 
Lb. j / 4 


r 
A T 
H E N S 


* y 
Dressed 


, and Drawn 


w**' s. - 


Tea 
Coffee 


Airw ay 
Coffee ....... 


A d m ira tio n 
Coffee......... 


Sh redd ed 
Ralston 


Real Roast 
Peanut Butter 


C ocktail Saltine 
Crackers 


Breakfast of Champions 
Wheaties 


Kitchen C ro ft 


F l o u t IO Lbs., 45< 
! 


Orange Pekoe and Pekoe 


Pennant 
Orange Pekoe and Pekoe 
Va-Lb. 
Pkg. 


Edward's 
Rich Robust 


W hite f'cr^e 
A MVL: a I 
B U T ’y tRj “ 


M - O Z . ' j p ’f £ 
JAR 
d ia s mm T 


Sioux Bee 
PURE 
HONEY 


Strained 


J M b . 
L Pkg. 414 


M b . 
Jar 
334 


12-Oi. 
Pkg. 
124 


H -O i. 
Jar 


ho 
N O 
- IV 


S I S -Os. 
Pkg. 
104 


8 Oz 
Pkg, 
114 


>'£, 1 . 1 0 


H ighw ay Sweet 
Peas (30 Pts.) 


Blue Rose Cello Pack 
Rice 


W oodbury's Facial 
Soap 


Linen Scrub 
M o p s NO 24 


Cnm ay Toilet 
Soap 
.... 


No. 2 
Can 


I -Lb. 


Co. 


3 
Reg. 
Bars 


LAUNDRY SOAP 
23< 


Ivory Flakes, 
Ivory Snow 
Oxydol, Oui 
Lge. 
Pkg. 


We Reserve the Right to Limit Quantities 


; 
L * 
• 
;; 
ny 
\& /r \ ; 
<$>A! 
1 : 
V 
. 
i 
mummmf 
J 


= 5 / 


